the mine map (Dep. 14).  Satterfield was working at the elec-
tion polls on June 5, 1984.  About midday he was told that he
could take 3 or 4 hours off because few persons were coming to
the polls to vote at that time (Dep. 9).

4.  Satterfield went to SOCCO's Martinka Mine about 1 p.m.
on June 5, 1984, and was admitted by the guard to mine property
after he had told the guard that he wanted to see the mine map.
Satterfield then went to the mine office and told the recep-
tionist that he wanted to see the mine map so as to determine
whether SOCCO was mining near his house (Dep. 15).  She made a
phone call and advised Satterfield that John Riley, SOCCO's
land manager, was not at the mine at that time and that he was
the only person who could show him the map.  Satterfield told
the receptionist that he had come to the mine to see the map,
not John Riley (Dep. 16).  About that time, Satterfield saw

an MSHA inspector named Wayne Petty with whom he was person-
ally acquainted.  Satterfield explained to Petty that he was
having a problem because he had come to see the mine map and
it looked as if no one would show it to him.  Petty suggested
that Satterfield see someone else (Dep. 17).  Lud Cowers, an
employee in SOCCO's safety department, overheard Satterfield's
remarks and volunteered to check in the Engineering Department
to see if someone else might be able to show Satterfield the
mine map.  When Cowers returned, he stated that John Riley was
the only person who could show Satterfield the map.  Satter-
field thereafter told the receptionist, whom he had known for
several years, that SOCCO would be in violation of the Act for
refusing to allow him to see the mine map (Dep. 18).  The
receptionist again stated that only John Riley could show him
the map (Dep. 19).

5.   Satterfield returned to his home about 2 p.m. on
June 5, 1984.  He then called Ron Keaton at MSHA's Morgantown
Office and Keaton read some of the Mine Act to him and con-
firmed Satterfield's belief that SOCCO was obligated to show
him the mine map.  Keaton advised Satterfield that an MSHA
inspector could be made available ;to meet Satterfield at the
mine to assure that he would be shown the map, but Satterfield
said he would try again to see the map without resorting to
asking MSHA for assistance (Dep. 20}.  Satterfield thereafter
called the receptionist at the mine and told her that he had
checked with MSHA and that he was correct in stating that
SOCCO was legally obligated to show him the mine map.  The
receptionist connected Satterfield with Wesley Hough in SOCCO's
Engineering Department.  Hough stated that since Satterfield
had to work at the polls until late that day, he would get
John Riley to show Satterfield the mine map at 7:30 p.m. (Dep.
21) .
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